DC to DC Converter: Switched Capacitor 
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f ed Switched Cap Voltage Converter 










ADM660 

+1.5>+7 






-1.5>-7 


100 


8 

$1.90 

Voltage Inverter Configuration 

1934 

ADM660 

+2.5>+7 






+5>+14 





$1.90 

Voltage Doubler Configuration 

1934 
















ADM8660 

+1.5>+7 






-1.5>-7 


100 



$2.00 

w/Shutdown , Iq=.3uA 

1934 

Regulated Switched Cap Voltage Converter 










ADP3603 

+4.5>+6 

3 

1.4 

120 



-2.7>-3.3 

+/-3% 

50 


8 

$1.96 

Output ohms/Ripple=12ohmm/25mV 

1982 

ADP3604 

+4.5>+6 

3.5 

1.4 

120 

55@ 120mA 

8 

-2.7>-3.3 

+/-3% 

120 


8 

$2.47 

Output ohms/Ripple=8ohmm/25mV 

2051 

ADP3605 
ADP3607 

+3>+6 

2 

0.05 

250 

37 @ 120mA 

8.4 

-2.7>-3.3 

+1-2% 

120 

1.5 

8 

$2.47 

Output ohms/Ripple=8ohmm/25mV 

2198 

+3>+5 

2 

0.01 

250 

55@50mA 

8 

+5 

+1-2% 

50 

1.5 

8 

$2.47 

Output ohms/Ripple=8ohmm/55mV 

2199 


12/8/97 


4:12 PM 


ED GROKULSKY REV-6 6/3/97 


PAGE-86 


